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E.O. 11652: N/A 
TAGS: EGEN 

SUBJECT: PRELIMINARY COMMITMENT (PC) APPLICATION TO EXIMBANK 
COVERING ELECTRIC POWER DISTRIBUTION NETWORK IN SHABA 
PROVINCE 

1. PC APPLICATION SUBMITTED TO EXIMBANK BY MORRISON-KNUDSEN 
AND GENERAL ELECTRIC COVERS EXPANSION POWER DISTRIBUTION 
NETWORK FROM KOLWEZI, TERMINUS INGA-SHABA TRANSMISSION LINE, 

TO CONSUMERS, PRIMARILY COPPER COMPANIES. IN SHABA PROVINCE. 
PROJECT PROPOSED ON TURN-KEY BASIS WITH TOTAL COSTS ESTIMATED 
AT $89.8 MILLION OF WHICH $78.4 MILLION U.S. COSTS AND 

$1 1.4 MILLION LOCAL COSTS. APPLICANTS STATE GOZ HAS ALSO 
INVITED AN ITALIAN LED CONSORTIUM ( S ADELMI-GOGEPI, MAGRINI. 

GIE AND ACEC OF BELGIUM) TO BID INCLUDING FINANCING ARRANGEMENTS. 
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2. ITALIAN BERNE UNION MEMBER, INA, ADVISED EXIMBANK IT HAS NOT 
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BEEN APPROACHED ON PROJECT. BELGIAN MEMBER, OND, STATES IT HAS 
BEEN APPROACHED, BUT HAS NOT REACHED DECISION CONSIDERING PRESENT 
LEVEL ITS COMMITMENTS IN ZAIRE. 

3. EXIMBANK ATTEMPTING TO DETERMINE PRESENT STATUS ANY COMPETING 
BID OR BIDS AND RELATED FINANCING. THE FOLLOWING INFORMATION 
WOULD BE APPRECIATED SOONEST. 

A. FOR KINSHASA - PLEASE DETERMINE FROM SNEL AND/OR OFFICE OF 
PRESIDENCY WHETHER ANY BIDS FOR SUBJECT PROJECT RECEIVED. 

EXIMBANK WOULD APPRECIATE AS MUCH INFO AS POSSIBLE ON BID INCLUDING 
MEMBERS OF CONSORTIUM, ESTIMATED COSTS AND FINANCING TERMS 
OFFERED. 

B. FOR ROME - SINCE INA NOT APPROACHED PLEASE INQUIRE IF PROJECT 
BEING CONSIDERED BY ITALIAN AID AGENCIES OR OTHER OFFICIAL LENDERS. 
INGERSOLL 


LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ELECTRIC POWER, LOANS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE032230 

Document Source: CORE 

Document Unique ID: 00 

Drafter: XMB: JWLENTZ:TAC 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750051-1050 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750249/aaaabrrv.tel 

Line Count: 78 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN XMB 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUN 2003 by ElyME>; APPROVED <14 OCT 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PRELIMINARY COMMITMENT (PC) APPLICATION TO EXIMBANK COVERING ELECTRIC POWER DISTRIBUTION NETWORK IN SHABA 
TAGS: EFIN, CG 
To: KINSHASA ROME 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



